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ORIGIN EB-11 

INFO OCT-01 EUR-25 EA-11 10-14 ISO-OO CEA-02 CIAE-00 

COME-OO DODE-OO FRB-02 H-03 INR-10 INT-08 L-03 LAB-06 

NSAE-00 NSC-10 PA-04 RSC-01 AID-20 CIEP-02 SS-20 

STR-08 TAR-02 TRSE-00 USIA-15 PRS-01 SPC-03 OMB-01 

CEQ-02 COA-02 EPA-04 NSF-04 PM-07 SCI-06 HEW-08 

DOTE-OO FAA-00 CAB-09 /225 R 

DRAFTED BY EB/OT/STA:TDEAL:JH 
APPROVED BY EB/OT/STA:EWKEMPE 
EPA/ALHQUINN (SUBS) 

EUR/RPE:RMEINA 
EUR/RPE : ALIEBO WITZ 
SCI/EN:GKULICK 
EUR/WE:EBEIGEL 
EA/J : RD ANKERT 

009149 

R 012226Z NOV 73 
FM SECSTATE WASHDC 
TO AMEMBASSY BONN 
USMISSION EC BRUSSELS 
AMEMBASSY LONDON 
AMEMBASSY OTTAWA 
AMEMBASSY PARIS 
AMEMBASSY ROME 
AMEMBASSY STOCKHOLM 
AMEMBASSY TOKYO 
INFO USMISSION GENEVA 
USMISSION OECD PARIS 

UNCLAS STATE 215799 

E.O. 11652: N/A 

TAGS:ETRD,SENV, US, XG, JA, CA, OECD, EEC, GATT 
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SUBJECT: COMPLIANCE WITH U.S. AUTO EMISSION STANDARDS 
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REF: A. TOKYO 13265 B. STATE 202985(NOTAL) C. STATE 180178 

1. EPA HAS PREPARED PAPER EXPLAINING SCOPE OF FOREIGN 
AUTOMOBILE MANUFACTURERS INSPECTION, INTENDED TO CLARIFY 
PURPOSE AND NATURE OF VISITS BY EPA TEAMS. PAPER BEING 
POUCHED TO ACTION POSTS FOR TRANSMITTAL TO APPROPRIATE 
LOCAL OFFICIALS. 

2. IN BRIEF, PAPER POINTS OUT THAT FOREIGN AUTOMOBILE 
MANUFACTURERS EXPORTING NEW MOTOR VEHICLES OR MOTOR VEHICLE 
ENGINES TO THE U.S. MUST COMPLY WITH CLEAN AIR ACT OF 

1970. THUS, AT TIME OF IMPORTATION, NEW VEHICLES OR 
ENGINES MUST BE COVERED BY A CERTIFICATE OF CONFORMITY, AS 
SPECIFIED IN FEDERAL REGULATIONS. THE CERTIFICATE OF CON- 
FORMITY IS ISSUED WHEN EPA DETERMINES THAT TEST VEHICLES 
OR ENGINES CONFORM TO REGULATIONS. WHILE EPA HAS SOLE 
RESPONSIBILITY FOR EVALUATING APPLICATIONS FOR CERTIFICA- 
TION, PERFORMING CONFIRMATORY EMISSIONS TESTS AND ISSUING 
CERTIFICATES OF CONFORMITY, THE MAIOR PORTION OF TESTING 
ASSOCIATED WITH CERTIFICATION PROCESS IS PERFORMED BY THE 
MANUFACTURER HIMSELF AT HIS PROVING GROUNDS AND ENGINEERING 
CENTERS. THE EPA CONDUCTS INVESTIGATIONS ONLY TO ASSURE 
THAT A MANUFACTURER IS OR HAS BEEN COMPLYING WITH THE 

CERTIFICATION PROCEDURES. INSPECTION GOALS ARE ACCOM- 
PLISHED PRIMARILY THROUGH CONFERENCES WITH COMPANY PER- 
SONNEL, AUDITING OF RECORDS AND DOCUMENTS, AND INSPECTION 
OF PLANTS AND TESTING FACILITIES. NO EMISSION TESTS ARE 
PERFORMED ON VEHICLES OR ENGINES ON THE MANUFACTURERS' 

PERMISE DURING THESE INSPECTIONS. 

3. FOR ROME: EPA PAPER IS ONE REFERRED TO IN REFTEL C. 

WHICH SHOULD BE USED AS BASIS FOR ANY FURTHER DISCUSSIONS 
WITH GOI OFFICIALS CONCERNING EPA INSPECTIONS. 

4. FOR TOKYO: THIS PAPER SHOULD BE PRESENTED TO GOJ AS 
AN INITIAL RESPONSE TO FOREIGN OFFICE REQUEST FOR CON- 
SULTATIONS ON THIS SUBJECT. EPA HAS UNDER STUDY JAPANESE 
SUGGESTION FOR MUTUAL ACCEPTANCE OF CERTIFICATION BY 
GOVERNMENT OF EXPORTING COUNTRY. HOWEVER, EPA SEES 
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PROBLEMS IN SUGGESTED BILATERAL CERTIFICATION ARRANGEMENTS 
IN TERMS OF COMPLIANCE WITH U.S. DOMESTIC LEGISLATION 
AND PARTICULARLY IN VIEW OF RAPIDLY CHANGING NATURE OF 
EPA CERTIFICATION PROCEDURES. 

5. PROPOSALS BY OECD SECRETARIAT THAT MEMBER STATES 
BEGIN DISCUSSION OF AUTO EMISSION STANDARDS ARE UNDER 
ACTIVE CONSIDERATION. WE HAVE NO FIRM POSITION ON 
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THOSE PROPOSALS AS YET. KISSINGER 
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